The Quick Guide is not intended as a substitute for your Owners 
Manual. We strongly encourage you to review the Owners 
Manual and supplementary manuals so you will have a better 
understanding of your vehicle’s capabilities and limitations. 


Audio System 

Audio control screen.64 

Side Display (vehicles with a navigation system).64 

Basic operation.65 

Radio.65 

DVD player/CD player.66 

Operating an iPod.67 

Remote control (steering wheel switches).64 

Rear seat audio controls.67 

Automatic Transmission.18 

BSM (Blind Spot Monitor).39 

Cruise Control.33 

Door Locks.83 

Driving Mode Select Switch.42 

Driving Position Memory.14 

Dynamic Radar Cruise Control.35 

Eco Driving Indicator.26 

Engine (Ignition) Switch.15 

Front Air Conditioning System 

Side Display (vehicles with a navigation system).69 

Using the automatic mode.70 

Adjusting the temperature.70 

Using the S-FLOW mode.70 

Front Seats.13 

Fuel Tank Cap.87 

Garage Door Opener.76 

Hands-free System For Cellular Phone 

Bluetooth® phone pairing.57 

Phonebook transfer.58 

Registering a speed dial.59 

Calling by name.60 

Calling by speed dial.61 

Calling using SMS/MMS message.62 

Receiving a call.oo 

Steering switches.63 
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Headlights.z/ 

Head-up Display.25 

Intuitive Parking Assist.38 

Keys.9 

Lexus Enform with Safety Connect.80 
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Moon Roof.86 

Multi-information Display.23 

Navigation System 

Register home.51 

Destination input - Search by address.52 

Destination input - Search points of interest by name.54 

Destination input - Search points of interest by category.55 

Destination input - Search points of interest by telephone number.56 

Parking Brake.22 

Portable Audio Device Ports.76 

Power Windows.85 

Rear Air Conditioning System 

Front controller.71 

Remote Touch.47 

Safety Connect.78 

Seat Heaters/Seat Ventilators.72 

Smart Access System with Push-button Start.10 

Theft Deterrent System.12 

Tire Pressure Warning System.46 

Trunk.88 

Turn Signal Lever.21 

Voice Command System 

Basic operation.7o 

Command list.74 
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XM Services.82 
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Overview 


Instrument Panel 


Windshield wiper and washer switch 
Multi-information display 

Headlight switch 
Turn signal lever 

Fog light switch* 1 " 


Inside lock buttons 


Trunk opener 


Hood lock release lever 

Driving position memory 
switches* 丨 

Window lock switch | 

Power window switches 


Door lock switches 
le 

mirror switches 


出 



Outside rearview 
*1 


切ド_烟 




Pre-collision braking off switch* 
Tire pressure warning reset switch ■ 

AFS OFF switch* R 


*1 
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Lexus night view switch* 


P.44 


Remote Touch screen 
Navigation system* 


P.47 

P.51 



INQPGS002 

Emergency flasher switch” 

See P.7 


Engine switch | 
Parking brake 


P.15 

P.22 


Clock* 1 


Trunk opener main switch 


P.88 


Audio system 

Air conditioning system 


P.68 


*: If equipped 

*1:Refer to "Owner’s Manual”. 
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Overview 


Instrument Panel 
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Overview 


Instrument Panel 


*i 

Rear sunshade switch* 



GS350_QG_U (OM30C68U) 



























































































Overview 


Roof 


Interior light+1 Moon roof switches Vanity lights*^ 



*: If equipped 

*1:Refer to "Owner’s Manual”. 
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